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Message Text 

CONFIDENTIAL 

PAGE 01 STATE 220873 
ORIGIN SY-05 

INFO OCT-01 EUR- 1 2 NEA-10 ISO-OO /028 R 

DRAFTED BY A/SY/OPS/T:L A JACKSON:BAF 
APPROVED BY A/SY/OPS/T:M H MUSSER 
A/SY/OPS/T - C J PELCZYNSKI 
DESIRED DISTRIBUTION 
A/SY/OPS/FO 

031270 310320Z/70 

R 302103Z AUG 78 
FM SECSTATE WASHDC 
TO AMCONSUL FRANKFURT 
AMCONSUL CASABLANCA 
AMEMBASSY TUNIS 

CONFIDENTIAL STATE 220873 

E.O. 11652: GDS 

TAGS: ASEC 

SUBJECT: ACR AIR CONDITIONER 

CAPTIONS: FRANKFURT AND CASABLANCA FOR OIC/RTC; TUNIS 
FOR RSO; FROM A/SY/OPS/T 

REF: TUNIS 05837 (NOTAL) 

1 . RTC FRANKFURT HAS IN STOCK AIR CONDITIONING UNITS 
OF THE FOLLOWING DESCRIPTION: 

22,600 BTU 
380V AC 
50 HERTZ 
3 PHASE 

2. THE PRESENT AIR CONDITIONING UNIT BEING USED WITH 
CONFIDENTIAL 

CONFIDENTIAL 

PAGE 02 STATE 220873 

THE ACR AT AMERICAN EMBASSY TUNIS IS A 208/230 VAC 
SINGLE PHASE UNIT. 

3. FOR TUNIS AND CASABLANCA: PLEASE ADVISE RTC 
FRANKFURT AND SY/OPS/T AS TO WHETHER ELECTRICAL POWER 

CAN BE MADE AVAILABLE AT THE ACR PARENT ROOM FOR OPERATION 
OF THE A/C UNIT DESCRIBED IN PARA 1. 


Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 



Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


4. IF SO, SY/OPS/T WILL REQUEST RTC FRANKFURT TO SHIP 
THE A/C UNIT FROM AMERICAN CONSULATE GENERAL FRANKFURT 
TO AMERICAN EMBASSY TUNIS. FUNDING WILL BE BY RTC 
CONTINGENCY FUND. CHRISTOPHER 


CONFIDENTIAL 
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